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Message Text 

UNCLASSIFIED 

PAGE 01 NICOSI 02596 031546Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

021940 031659Z/50 

PR031457Z OCT 77 
FM AMEMBASSY NICOSIA 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 6560 
AMEMBASSY ATHENS 
AMEMBASSY BRUSSELS 

UNCLAS NICOSIA 2596 

ATHENS FOR RTDO 

E.O. 11652: N/A 
TAGS: BFOL, CY 

SUBJECT: SEMI-GOVERNMENT TENDER - SPECIAL HANDLING 
REF: (A) 75 STATE A-3218, (B) 74 STATE A-l 168 

1. 491/01/T003 

2. 100377 

3. D. SANDBERG 

4. 491 CYPRUS 

5. Y - ELECTRICITY AUTHORITY OF CYPRUS 
6A. REPLY TO - 

6B. MR. S. G. ANASTASSIADES, CHIEF ENGINEER AND GENERAL 
MANAGER 

6C. ELECTRICITY AUTHORITY OF CYPRUS, P.O.BOX 4506, 

NICOSIA, CYPRUS 

7. CONTRACT NO. 3865/10 REF.E.4/787/7245/77 

8. 120977 1 1:A.. 

9. 204 9A. SEMI-GOVERNMENT ORGANIZATION 

10. 3511 196 NO STATED VALUE 

MANUFACTURE, SUPPLY, TESTING, FINISHING, PAINTING, 

PACKING, INSURANCE, SHIPMENT AND DELIVERY TO SITE, 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 NICOSI 02596 031546Z 

COMPLETE ERECTION, SETTING TO WORK, COMMISSIONING AND 
MAINTENANCE AT ATHALASSA SUBSTATION, 6.5 KILOMETERS FROM 
NICOSIA, CYPRUS (SOUTH) OF: 

A) TWO (2) GAS TURBINE DRIVEN ELECTRICITY GENERATING 
UNITS, EACH OF 15/20MW NOMINAL PEAK LOAD RATING AND 1 1KV 
GENERATING VOLTAGE. ALSO TWO (2) GAS TURBINE INTAKE 
SYSTEMS, TWO (2) GAS TURBINE EXHAUST SYSTEMS, TWO (2) GAS 
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TURBINE ALTERNATOR COOLING SYSTEMS, TWO (2) GAS TURBINE 
GAUGE AND CONTROL PANELS, TWO (2) EXCITATION, FIELD SUPPRESSION 
AND AUTOMATIC VOLTAGE REGULATION CONTROL PANELS, AND TWO (2) 

415 VOLT STATION AUXILIARY BOARDS. 

B) ONE (1) DC BATTERY AND CHARGING EQUIPMENT 

C) TWO (2) SETS OF LV AND CONTROL CABLING 

D) TWO (2) 550 TONNE BULK FUEL OIL STORAGE TANKS 

E) ONE (1) FUEL OFF LOADING TRANSFER SYSTEM 

F) ONE (1) FIRE FIGHTING SYSTEM 

CONDITIONS OF CONTRACT WILL BE BROADLY BASED ON THOSE 
CONTAINED IN THE INSTITUTION OF MECHANICAL AND ELECTRICAL 
ENGINEERS MODEL FORM B3. STANDARDS SHOULD CONFORM WITH 
THOSE OF THE BRITISH STANDARDS INSTITUTION OR WITH OTHER 
AUTHORITATIVE STANDARDS WHICH ARE OF EQUIVALENT OR HIGHER 
QUALITY. 

1 1 . PROJECT MAY BE FINANCED BY IBRD OR ANOTHER 
LENDING INSTITUTION OR BY THE CONTRACTOR. 

ONE COPY EACH OF THE BRIEF DESCRIPTION OF CONTRACT AND 
DRAFT ADVERTISEMENT WERE AIRMAILED (EXPRESS) ON OCTOBER 4. 

1977 TO TRADE OPPORTUNITY SECTION, ROOM 2323, U.S. DEPARTMENT 
OF COMMERCE, WASHINGTON D.C. 20230. TENDER DOCUMENTS 
COSTING THIRTY CYPRUS POUNDS (U.S. $73.85) FOR A SET OF 
FOUR CAN BE OBTAINED FROM THE ELECTRICITY AUTHORITY OF 
CYPRUS ON OR AFTER OCTOBER 10. 1977. 

12. EMBASSY RECOMMENDS SPECIAL HANDLING BECAUSE VALUE CASE 
IS SUBSTANTIAL. U.S. FIRMS WITH PRODUCTION FACILITIES IN 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 NICOSI 02596 031546Z 

EUROPE SHOULD ALSO ALERT THEIR SUBSIDIARIES IN EUROPE. 

EMBASSY READY TO PROVIDE ADDITIONAL INFO AND TENDER 
DOCUMENTS DIRECTLY TO INTERESTED FIRMS. 

13. EMBASSY HAS REQUESTED AUTHORIZATION TO PURCHASE AND FORWARD 
TO TOP. ROOM 2323, USDOC ONE SET TENDER DOCUMENTS. 

CRAWFORD 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 03-Oct-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977NICOSI02596 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770360-0155 
Format: TEL 
From: NICOSIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t197710101/aaaadijz.tel 

Line Count: 100 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 0c6da423-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE A-321 8, 74 STATE A-1 1 68 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 08-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 739456 
Secure: OPEN 
Status: NATIVE 

Subject: SEMI-GOVERNMENT TENDER - SPECIAL HANDLING 
TAGS: BFOL, CY 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/0c6da423-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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